88       DOCKETED ITEMS

9106060155 Ack receipt of 910510 Itr responding to violations noted in Insp Repts 50-
338/91-06 & 50-339/91-06.

SINKULE.M.V. Region 2 (Post 820201). 91/05/21. STEWART,W.L Virginia Power
(Virginia Electric & Power Co.). 2pp. 58002:069-58002:070.

9106100242 Forwards Amends 144 & 128 to Licenses NPF-4 & NPF-7, respectively &
safety evaluation.Amends revises Tech Spec re visual snubber insp program & con-
sistent w/guidance of NRC Generic Ltr 90-09.

ENGLE.LB Project Directorate II-2. 91/05/30. STEWART.W.L Virginia Power (Virginia
Electric & Power Co.). 3pp. 58092:083-58092:104.

-9106100287 Amends 144 & 128 to Licenses NPF-4 & NPF-7,respectively, revising
Tech Spec re visual snubber insp program & consistent w/guidance of NRC Generic
Ltr 90-09.
BERKOW,H.N. Project Directorate 11-2. 91/05/30. 15pp. 58092:086-58092:101.

-9106100298 Safety evaluation supporting Amends 144 & 128 to Licenses NPF-4 &
NPF-7,respectiveiy.

*   Office of Nuclear Reactor Regulation, Director (Post 870411).  91/05/30. 3pp.
58092:102-58092:104.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106100009 Forwards Rev 2 to "North Anna Unit 1 Inservice Insp Program for Compo-
nent & Component Supports.Second Insp Interval" & Rev 1 to "North Anna Unit 1
Inservice Insp Plan for Components & Component Supports Second Insp Interval."
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/31. Document
Control Branch (Document Control Desk). 17pp. 58049:268-58050:272.

-9106100010 Rev 2 to "North Anna Unit 1 Inservice Insp Program for Components &
Component Supports.Second Insp interval."

*   Virginia  Power  (Virginia  Electric  &  Power  Co.).  91/05/22.   65pp.  58049:285-
58050:055.

-9106100011 Rev 1 to "North Anna Unit 1 Inservice Insp Plan for Components & Com-
ponent Supports,Second Insp Interval."

*   Virginia  Power (Virginia Electric & Power Co.).  91/05/28.  100pp. 58050:056-
58050:272.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106100269 Forwards "Inservice Insp Rept of North Anna Power Station Unit 1."
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/03. Document
Control Branch (Document Control Desk). 2pp. 58018:029-58018:351.

-9106100272 "Inservice Insp Rept of North Anna Power Station Unit 1."

*   Virginia Power (Virginia Electric  & Power Co.).  91/06/03. 387pp. 58018:031-
58018:351.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106270060 Confirms dates of 910729,0802,0812-16 & 0826-30 for electrical distribu-
tion sys functional insp at plant. Requests that presentation be provided for team to
address listed areas of interest.

JULIAN.C.A. Region 2 (Post 820201). 91/06/17. STEWART.W.L. Virginia Power (Vir-
ginia Electric & Power Co.). 4pp. 58222:357-58222:360.

9106270008 Forwards summary rept of stearn generator tube integrity assessment
update.providing results & analysis on tube segment pulled from steam generator
B.lnsp results & burst strength analyses do not preclude full cycle operation.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/20. Document
Control Branch (Document Control Desk). 8pp. 58266:286-58266:293.

R. Periodic operating reports & related correspondence

9106180460 Monthly operating repts for May 1991 for North Anna Units 1 & 2.W/
910613 Itr.

MLADEN.C., STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/31.
15pp. 58171:224-58171:238,

S. Reportable occurrences, LERs & related correspondence

9106070242 Special repfcon 910227,svc water MOVs associated w/ recirculation spray
heat exchangers exceeded torgue limits & stopped in mid position while being opened
during test.Event reported on voluntary basis to provide info to NRC.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/05/31. Document
Control Branch (Document Control Desk). 5pp. 58017:195-58017:199.

9106100066 Confirms interpretation of regulation discussions re NRC notifications of
event per lOCFR50.72(b)(2)(vi).

BERKOW.H.N. Project Directorate II-2. 91/06/03. STEWART.W.L. Virginia Power (Vir-
ginia Electric & Power Co.). 2pp. 57994:293-57994:294.

9106130316 LER 91-011-00;on 910511,source of leakage identified between B cold leg
loop stop valve & isolation valve for 3/4 inch upper disc pressurization line.Caused by
high cycle fatigue. Action statement of Tech Spec 3.4.6.2 entered.W/910606 Itr.
KANE.G.E., KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/06/06. 5pp.
58150:161-58150:165.

9106180209  LER  91~012-00:on  910520,auxiliary feedwater pump  auto-start  signal
received.Caused by personnel error.Steam generator returned to normal.feedwater
isolation reset & breakers closed to restore feed capabilities.W/910611 Itr.
KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/06/11. 4pp. 58178:060-
58178:063.

9106180343 LER 91-013-00:on 910522,determined that stroke time surveillance require-
ments for closed direction testing of 4 quench spray pump discharge MOVs not
performed.Caused by personnel error.Valves stroke tested.W/910613 Itr.
KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/06/13. 4pp. 58178:129-
58178:132.

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257-
Q & 2003-8209-Q for annubar or piping subassernblies.Ltrs to affected utils
encl.Training session scheduled for in-house personnel.

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 8pp. 58213:214-58213:221.
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F.  Security, medical, emergency & fire protection plans

9106120273 Forwards remaining survey info & data point library for Surry Power Station
as well as corrected North Anna data point library info for ERDS.
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033.

G. Adjudicator/ correspondence

9106280026 Order.* Commission has not taken final action on petition to review ALAB-
701 .Six proceedings technically remain in abeyance before Appeal Board.Proceedings
referred to Commission.W/Certificate of Svc.Served on 910617.
TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. #291 11844. 91/06/11.
Carolina Power & Light Co. 10pp. 58237:223-58237:232.

H. General correspondence

9106070309 Requests to be removed from mailing list for listed plants.
DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af-
filiation Given. 1p. 58039:092-58039:092.

K. Utility Final Safety Analysis Report (FSAR) & amends

9106100228 Rev 14 to North Anna Power Station Units 1 & 2 updated FSAR. W/
910604 Itr.

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/04. 210pp.
58050:273-58051:190.

P. Operating license stage documents & correspondence

9106110063 Refers to 910315 mgt meeting re discussion of integrated nuclear safety
assessment program & update of configuration mgt project & forwards list of
attendees.summary & handouts.

REYES.LA. Region 2 (Post 820201). 91/03/27. STEWART.W.L Virginia Power (Vir-
ginia Electric & Power Co.). 92pp. 57996:311-57997:044.

9106100242 Forwards Amends 144 & 128 to Licenses NPF-4 & NPF-7, respectively &
safety evaluation.Amends revises Tech Spec re visual snubber insp program & con-
sistent w/guidance of NRC Generic Ltr 90-09.

ENGLE.LB Project Directorate II-2. 91/05/30. STEWART.W.L Virginia Power (Virginia
Electric & Power Co.). 3pp. 58092:083-58092:104.

-9106100287 Amends 144 & 128 to Licenses NPF-4 & NPF-7,respectively, revising
Tech Spec re visual snubber insp program & consistent w/guidance of NRC Generic
Ltr 90-09.
BERKOW.H.N. Project Directorate II-2. 91/05/30. 15pp. 58092:086-58092:101.

-9106100298 Safety evaluation supporting Amends 144 & 128 to Licenses NPF-4 &
NPF-7,respectively.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/05/30. 3pp.
58092:102-58092:104.

9106110355 Forwards Amends 145 & 129 to Licenses NPF-4 & NPF-7, respectively &
safety evaluation.Amends revise Tech Specs to correct certain administrative errors.
ENGLE.LB. Project Directorate II-2. 91/06/04. STEWART.W.L. Virginia Power (Virgin-
ia Electric & Power Co.). 2pp. 58099:058-58099:086.

-9106110357 Amends 145 & 129 to Licenses NPF-4 & NPF-7,respectively( revising
Tech Specs to correct certain administrative errors.
BERKOW.H.N. Project Directorate II-2. 91/06/04. 21pp. 58099:060-58099:081.

-9106110358 Safety evaluation supporting Amends 145 & 129 to Licenses NPF-4 &
N PF-7, respect! vely.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/04. 4pp.
58099:082-58099:086.

9106110238 Forwards fitness for duty program re blind performance tests results,
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/05. Document
Control Branch (Document Control Desk). 4pp. 58098:165-58098:168.

9106120273 Forwards remaining survey info & data point library for Surry Power Station
as well as corrected North Anna data point library info for ERDS.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033.

9106210206 Notification of 910627 meeting w/util in Rockville.MD to discuss perform-
ance      indicators.NRC      fee      schedule,merits      (STS),North      Anna      steam
generators.shutdown risks.station blackout & 10 licensing issues.
ENGLE.LB. Project Directorate II-2. 91/06/19. BERKOW.H.N. Project Directorate II-2.
3pp. 58202:215-58202:217.

9106260357 Forwards updated VEP-1-5A, "Operational QA Program Topical Rept."
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/20. Document
Control Branch (Document Control Desk). 9pp. 58242:128-58242:241.l.controls.rnaint.surveillance, licensee self-assessment & periodic
